ETag: "359976cc2a3d7624250d9ec5130ae566"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: TE, close
content-length: 137698
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: A cotinine in freeze-dried urine reference material (RM 8444) was prepared at three concentrations: (1) a 'blank' level typical of nonsmokers with no exposure to cigarette smoke, (2) a 'low' level corresponding to nonsmokers with passive exposure to side-stream smoke, and (3) a 'high' level typical of smokers. Low- and high-level materials were prepared gravimetrically from pooled urine by the addition of appropriate amounts of cotinine perchlorate. Cotinine was determined by GC-MS using cotinine-d3 as an internal standard. No evidence for sample inhomogeneity was observed. This reference material will fulfill a need for a urine-based standard to assist in the validation of field methods used for assessing exposure to cigarette smoke.
x-archive-meta-cite: J. Res. Natl. Inst. Stand. Technol. Vol. 94, No. 5, p. 305
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Sander, L.C.; Byrd, G.D.
x-archive-meta-description: Journal of Research of the National Institute of Standards and Technology
x-archive-meta-issue: 5
x-archive-meta-keywords: cotinine; cotinine perchlorate; GC-MS; passive smoking; side stream smoke; standards; tobacco.
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 305
x-archive-meta-pubdate: 1989-09
x-archive-meta-publisher: National Institute of Standards and Technology
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: A cotinine in freeze-dried urine reference material
x-archive-meta-volume: 94
x-upload-date: 2011-09-08T15:25:20.000Z
